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1-     Power  Plant  Inspection 
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4 .  The  Citizen's  System 

At  the  present  time  there  are  two  citizens  monitoring  networks  in 
the  Pilgrim  area;  namely,  the  Duxbury  Citizens'  Monitoring  Network 
and  the  Plymouth  Citizens  at  Risk.     Both  of  these  networks  consist 
of  a  number  of  individuals   (10-15)  who  make  daily  measurements  at 
a  specific  time  and  specific  location  and  record  these  results, 
input  them  into  a  centralized  computer  for  comparison  purposes  and 
forward  this  information  on  a  monthly  basis  to  the  Radiation 
Control  Program. 

5 .  High  School  Monitoring  Project 

Another  important  piece  of  information  is  the  High  School 
Monitoring  Project.     This  project  consists  of  a  radiological  and 
meteorological  monitoring  system  at  each  of  seven  high  schools  in 
towns   (3  in  Plymouth,  1  each  in  Carver,  Kingston,  Duxbury  and 
Marshfield)  comprising  the  10-mile  Emergency  Planning  Zone  around 
the  Pilgrim  Nuclear  Power  Station.     These  on-line  monitoring  sta- 
toins  are  connected  by  modem  to  each  other  and  to  the  Radiation 
Control  Program's  Office.     This  began  at  some  locations  in  1989. 

6.  Real  Time  Off-Site  Monitoring  System 

This  system  consists  of  gamma  radiation  detectors  located  at  16 
different  locations  at  a  one-half  mile  ring  around  the  Pilgrim 
Nuclear  Power  Station.     These  on-line  detectors  transmit  radiation 
levels  on  a  continuous  basis  by  telephone  line  to  a  centralized 
data  logger  and  computer  at  the  office  of  the  Radiation  Control 
Program.     (This  will  be  operational  by  the  end  of  1990.) 

7 .  Air  Radionuclide  Emissions  Standards 

It  is  planned  that  the  Massachusetts  Department  of  Public  Health 
will  promulgate  an  air  emissions  standard  for  nuclear  power  sta- 
tions and  connect  to  the  on-line  radiation  detection  device  in  the 
main  stack  of  the  Pilgrim  Nuclear  Power  Station.     This  device  will 
transmit  data  directly  to  the  monitoring  computer  at  the 
Massachusetts  Department  of  Public  Health.     Future  options  to  this 
capability  would  involve  the  installation  of  new  independent  moni- 
toring devices  in  addition  to  those  already  present. 

8.  Reports 

Monthly  reports  of  the  Massachusetts  Department  of  Public  Health's 
environmental  monitoring  results,  as  well  as  reports  of  its 
inspectional  activities  are  on  file  at  the  Plymouth  Public 
Library. 
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